A.     If he was at  a machine with a radio he got  them.
If not,  he got  them from Mr.   Bloom,  his buddy  that he
worked with.     Because Mr.   Bloom always had a radio
where he was.

Q.     You heard  the  safety director  testify or state
that he believed  that  the victim at -the time of the
blast was  in the blast area.     Would you agree with   that?

A.     No.     It has not been defined  to me yet where  the
blast   area is,     I have sat  in this  Court  for two  days
now.     I haven't heard anybody define  the blast area.      It
seems   that   the blast  area,   according  to MSHA,   is anyplace
a man  can get hurt.     There doesn't seem to be any  regulation
to  it   that  I can understand  from what  I have listened   to.

Austin Powder Company's  Testimony

Jeffrey A.   Lucas  confirmed  that he  is a licensed blaster  and  holds
a college B.S.   degree in mathematics.     He  stated  that  the warning  signals
used before and  during the blast  in question consisted of radio   contacts
ten to fifteen minutes before  the blast and  three signals immediately
prior to  the blast,   and no  one ever requested that  this be changed.     To
his knowledge he has never known of any Doan employee  to  Ignore   the   signals,
and he had no  reason to believe  that anyone did not  understand   them.
He believed he was  in a safe location on  the day of  the incident,   that
the shot was  laid out  to  go  away  from where he and  the crew were   located,
and that he had  previously made  five  to  six previous shots  at   that   Location
(Tr.  400,   412).     There were no blowouts  from the previous  shots,   and had
the one in question gone the same as  the others no one would .have  been
in danger 100  feet  from the shot.     There was nothing unsual  about   the  size
of the shot in question,   and  in relation  to  the others  they were  all   the
same,  including   the amount of  explosive used   (Tr.   402).

Mr.   Lucas  stated that he believed his  crew was  in a safe  location
and he also believed  that   the scale house was  safe because  it  was   further
from him and away from the shot  location.     He confirmed that  he was   looking
at the blast area and he indicated  that he prefers not  to be  under  a   truck
because he wants  to view the blast and can always move away  from any
flyrock.     On the day In question,  he never expected  the flyrock   to   come
as far as it did and he was  not aware that  anyone was on  the  spoil bank
and saw no one  in the area  that he considered  to be  the blast  area   (Tr.   408)
After the incident,  MSHA suggested  to him that he move further back,   seek
some sort of protection,   and suggested a  500 foot distance as  a   guideline.
He personally would not  like  to be 500  feet  from a shot and would  prefer
to be somewhere where he can see it   (Tr.   409).

Mr. Lucas testified that from where he was standing at the time the
blast was set off he was unable to see the crusher because it was behind
the coal stock pile and there was line of trees in the area. He personally
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